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Note-   The  brown  hatching  of  the  iVest  Hal/  N9^8  indicates 
ihat  this  Room  contains    Exhibits  Assi<fne</  both  to 
the  Woodwork    Department   end  to  the  Department 
of  Architecture. 
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RETURN  TO  the  circulation  desk  of  any 
University  of  California  Library 
or  to  the 
NORTHERN  REGIONAL  LIBRARY  FACILITY 
Bldg.400,  Richmond  Field  Station 
University  of  California 
Richmond,  CA  94804-4698 

ALL  BOOKS  MAY  BE  RECALLED  AFTER  7  DAYS 

•  2-month  loans  may  be  renewed  by  calling 
(510)642-6753 

•  1-year  loans  may  be  recharged  by  bringing 
books  to  NRLF 

•  Renewals  and  recharges  may  be  made  4 
days  prior  to  due  date. 
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